ETag: "995862b970996a3764b6e660c85eeb23"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 4545
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-case-name: Phillips v. San Quentin State Prison (Medical)
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: cand
x-archive-meta-date-case-filed: 2007-10-05
x-archive-meta-date-case-terminated: 2008-01-17
x-archive-meta-date-last-filing: 2008-02-27
x-archive-meta-docket-num: 4:07-cv-05138
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-neverindex: true
x-archive-meta-noindex: true
x-archive-meta-pacer-case-num: 196597
x-archive-queue-derive: 0
x-upload-date: 2009-08-03T05:59:41.000Z
